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NORTH RIVERSIDE. ILL —SUBURB OF CHICAGO 

Located 'A Mile West of Harlem Ave. 

2 Blocks South of Cermak Road. 

1500 Sq. Feet of Rubber Cushion Dance Floor. Free Perking 

America s Finest Dance Bands Playing Every Friday. Saturday and Sunday 









